Generating Vesicular Stomatitis Virus 
Pseudotype Bearing the Severe Acute 
Respiratory Syndrome Coronavirus 
Spike Envelope Glycoprotein for Rapid 
and Safe Neutralization Test or 
Cell-Entry Assay 






























